
The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


05/24/12 


Stephen Nadeau 

Assistant District Attorney, Bristol County 
Mr. Nadeau, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample #'s 


If you have any questions about these materials, please call me at the number below. 

Sincerely, 

CL 7 _ 

Kate Corbett 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 








PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratorj 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8:00 - 11:00 
2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: 


New Bedford 


Police Reference NoJ 


Name and Rank of Submitting Officer: Pet Kelly A Almeida 


Defendant(s) Name (last, first, initial): 


RESUBMITTAL 


09-17-10 


To be completed by Submitter 

Description of Items Submitted 


A) 1-PB w/ 76-Tabs (i 0-3060-PR) 


B) 1-PB w/ 445-Tabs (iO-3060-PR) 


lAMmrrKh. 



L 1 




To be completed by Lab Personnel 

Gross Weight Lab Number 






(do, 45 " f b. 



/(t msfh 


Received by: 



Date: 


C>' 7- 








Soston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


Suite Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory' Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department:_ New Bedford __Police Reference No. 

Name and Rank of Submitting Officer: net- Kelly a AW-irfo _ 

Defendant(s) Name (last, first, initial): 




RESUBMITTAL 


09-16-10 

To be completed by Submitter 

Description of Items Submitted 



To be completed by Lab Personnel 

Gross Weight Lab Number 


2-Tabs {10-3058-PR) 


337-Tabs (10-3061-PR) 






Received by: 



Date: 





















DRUG POWDER ANALYSIS FORM 


SAMPLE 
No. of samples tested: 


agencv PQJO 


\J o K 

MicHiCr 0 

ig |Q^ i 10 U&-- 

r~ODOOq /oWjATfo7^cd>^( 

ANALYST k-J\'C _ 

Evidence WL 


PHYSICAL 


DESCRIPTION: \mLotedKSeededw,, , 
4 | \ s > 1 n "4-C? Gross Wt ( }: 

wr\d bVt M 


of 16^46 

■0.561^ 


Pkg. Wt: 

w 


/^TY r ^ Yfns W jL 0363 c 

b^y V J H -561 ^ OTIu^o.oiViy 

1 broken bWt YxU-eb ^ 'S&xted y^crhM 

W vX ^ v , ,,,,j obuJ'Y-i 'jJc^WY bw^cki 


'I Ut^L^Vt L/WV. I 

„wuJ v YY vouata td b^Lcx) YU>(^ 
"* rt-aJyie 

-p-y ^4 jo-tr w/t af bvoten la-to -Q. 61 <5 1^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis^_ 

Froehde's _ 

Mecke's 


Microcrvstalline Tests 
Gold 

Chloride_ 

TLTAj__J_ 

OTHER TESTS 



CV'f 


'0CW 


PRELIMINARY TEST RESULTS 

results QyxfrvdcA 


DATE 




GC/MS CONFIRMATORY TEST 
RESULTS C,%Hj( Ccitt 


MS 

OPERATOR 


DATE 


1 

'J\C 

r 0 

-- - y , 

~Vf? 

n 



t v^.-^ 



Revised 7/2005 
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Drug Information 



DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 30 MG 


Color: Blue 

Shape: Circle 

Imprint: A; 215 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100,10X10 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC; 52152-0215-02 
52152-0215-11 

Excipients: Sodium Starch 
Giycolate ; Stearic Acid ; Starch, 
Corn ; FD&C Blue No, 2 Aluminum 
Lake ; Lactose 
(Monohydrate); Cellulose, 
Microcrystaliine; Silicon Dioxide 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 6527175 

Contact: Actavis Totowa 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


i 



http://www.thomsonhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 


5/15/2012 
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SAMPLE |__ 

No. of samples tested: } 


AGENCY MXUAMMm A ANALYST 

ok 


Evidence Wt 


PHYSICAL DESCRIPTION: ' A- 1 \^ 


MMi rouwi blue 




Wt { ): 

ss Wt ( ): 

Pkg, Wt: 


_rKg. wi;_ 

in's 55 

^ 55 . f(\m L n m%j I- 0 2 ^ 

) broken blue 4abtti5 hmlcii 

Oaiwtd Pb; vuo4^jbs\--3 4 \L>ei^c 

l-abl^ - resaxlttb" bub no-1 cumhfZt 

m Dui :*1 :O.IO^^o^Oj y\6~0 C%2 

/ofcU --O-'Svbte- -=—— 


PRELIMINARY TESTS 
Spot Tests 


crYstalli 


Microcrystalline Tests 


Cobalt 

Thiocyanate j_J_ 


Gold 

Chloride 


Marquis 


TLTA ( \ 


Froehde's_ OTHER TESTS 
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DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 30 MG 


Color: Light Blue 
Shape: Circle 

Imprint: m The M enclosed in a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side. , 
M3 o The M enclosed in a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side., 
30 , M 30 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 00406-8530-01 

Excipients: Cellulose, 
Microcrystalline ; Sodium Starch 
Glycolate; Starch, 

Corn ; Lactose ; Stearic Acid ; FD&C 
Blue No. 2 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 6594281 
Contact: Mallinckrodt 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 



http://www.thomsonlic.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 5/15/2012 
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SAMPL 



, blut 


L ^ ^ WO w QM g:3Z2Xe « 

V^J^y' •'a|- . 2XfZZ^ Ol-Wiiyw 1 

iSeoieclpb Miwtedu 4<™*X Cff,dec,KAK ] ^ 

**. -fobfc-f 

i'\ol- cimAyztr'^' <:,i ^^ ~7ywtcA k}-tt ^'i"- O' 


Gross Wt ( ) 

Pkg, Wt 


PKg, wt 

T>\verf ud wf T^fey 
1|. 24 ZZ<\ ( 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's 


Mecke's 


Mlcrocrvstalline Tests 

Gold 

Chloride 


TLTA 


OTHER TESTS 


lem~ 


PRELIMINARY TEST RESULTS 


RESULTS 


DATE 


6T5 


GC/MS CONFIRMATORY TEST 


RESULTS 

MS 

OPERATOR 

DATE 


OK' 


YJ\ 


Revised 7/2005 


Corbett email PRR 005387 













Page 1 of 1 


Drug Information 


DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 30 MG 


NDC: 52152-0215-02 
52152-0215-11 

Excipients: Sodium Starch 
Glycolate ; Stearic Acid ; Starch, 
Corn ; FD&C Blue No, 2 Aluminum 
Lake; Lactose 
(Monohydrate); Cellulose, 
Microcrystalline; Silicon Dioxide 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 6527175 

Contact: Actavis Totowa 


Copyright © 1974-2012 Thomson Reuters. All rights reserved. 


Color: Blue 

Shape: Circle 

Imprint: A; 215 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100,10X10 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetyl sal icy tic Acid) 


http://mvw.thomsonhc.com/micromedex2/librarian/PFDefauUActioiiId/evidencexpert.Dis,,. 5/15/2012 
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DRUG POWDER ANALYSIS FORM 


SAMPLE 
No. of samples tested: 


GENCY 



ANALYST 


Evidence Wt 



PHYSICAL DESCRIPTION: "t b-j' ft < S^ ss W| ( y 

Y5M rovwd “< - 

YlLlcii'S , ToitM V2\ .Q<SO c \ 

^ -b.«S^ Smi / Vi t 'cni M ~/f 

■fell /3oj R.';) U 5) ' b ^5 


^Oj WL- 31 W 


v^-c^t r^-Sgod ffe ^ ; .||. z .^Q7z<; ; #3 #£* 



'RELIMfNARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


To4cU. - (x2S5 3°\ 

Mlcrocrvstalline Tests 7 


Gold 

Chloride 


TLTA 


OTHER TESTS 






PRELIMINARY TEST RESULTS 
RESULTS (\^t( 6 

date .5 I IjI I Z.. 


GC/MS CONFIRMATORY TEST 


RESULTS 

MS 

OPERATOR _ 
DATE 


CMm 
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DRUG NAME; OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 30 MG 


Color: Light Blue 
Shape: Circle 

Imprint: m The M enclosed in a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side,, 
M30 The M enclosed in a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side., 

30 , M 30 

Form: Oral Tablet 

Availabie-Container-Size: Bottle of 
100 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 00406-8530-01 

Excipients: Cellulose, 
Microcrystalline ; Sodium Starch 
Glycolate; Starch, 

Corn ; Lactose ; Stearic Acid ; FD&C 
Blue No. 2 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 6594281 
Contact: Mallinckrodt 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 



http://www.thomsonhc.com/micrGmedex2/libiwiamPFDefaultActioiiId/evidencexpert.Dis,., 5/15/2012 
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Drug Information 


DRUG NAME: ENDOCET 

INGREDIENTS: OXYCODONE - 10 MG 
ACETAMINOPHEN - 325 MG 

NDC; 60951-0712-85 
60951-0712-70 

Excipients: Povidone; pregelatinized 
starch ; Stearic Acid ; colloidal silicon 
dioxide; Croscarmellose 
Sodium ; Crospovidone ; microcrystalline 
cellulose 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 6527365 
Contact: Endo Laboratories 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


Color: yellow 
Shape: Oval 

Imprint: E; 712; 10/325 

Form: Tablet 

Available-Contalner-Size: Bottle of 
100 .Bottle of 500 

AAPCC Code: 072702 - 
Acetaminophen with Oxycodone 



http://www.thomsonlic,com/micromedex2/libiarian/PFDefaultActionId/evidencexpert.Dis... 5/16/2012 
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Drug Information 


DRUG NAME: ENDOCET 

INGREDIENTS: OXYCODONE - 10 MG 
ACETAMINOPHEN - 325 MG 

NDC: 60951-0712-85 
60951-0712-70 

Excipients: Povidone; pregelatinized 
starch ; Stearic Acid ; colloidal silicon 
dioxide; Croscarmellose 
Sodium ; Crospovidone ; microcrystaliine 
cellulose 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 6527365 
Contact: Endo Laboratories 


Copyright © 1974-2012 Thomson Reuters. All rights reserved. 


Color: yellow 
Shape: Oval 

Imprint: E ; 712; 10/325 
Form: Tablet 

Available-Container-Size: Bottle of 
100 , Bottle of 500 

AAPCC Code: 072702 - 
Acetaminophen with Oxycodone 


http://www.thomsonlic.coni/micromedex2/libradan/PFDefaultActionIcl/evidencexpert.Dis... 



5/16/2012 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829004.d 

Operator : KAC 

Date Acquired : 17 May 2012 15:22 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 8290Q4.d\dafa.ms 



***NO INTEGRATED PEAKS * * * 
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Area Percent / Library Search Report 



Information from Data File-. 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829005.d 

KAC 

17 May 2012 15; 38 

OXYCODONE STD 

5 

DRUGS.M 
RTE 


Abundance TIC: 829005.d\data.ms 



Ret. Time Area Area % Ratio % 


6.168 861952 100.00 100.00 


829005.d 


Thu May 17 15:51:55 2012 Page 1 


tX 
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Area Percent. / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829005.d 

Operator : KAC 

Date Acquired : 17 May 2012 15:38 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 6.17 C:\Database\NIST08.L 

Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 




829005.d 


Thu May 17 15:51:55 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829006.d 

Operator : KAC 

Date Acquired : 17 May 2012 15:54 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMet-h: DRUGS. M 

Integrator : RTE 


Abundance TIC: 829006,d\data,ms 



***N0 INTEGRATED PEAKS*** 


829006.d Thu May 17 16:07:42 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829007.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Abundance 

2500000 

2000000 

1500000 

1000000 

500000 

0^-)—i—i—r 

Tlme -> 2. 0 0 


TIC: 829007,d\data.ms 


85 


3.594 4.299 
m _ r-f+-n~ rlrT ^ T -r 
3.00 4.00 5.00 


6.00 


t—|— i—i—i—i—|—i—i—r—j—|—i i i i | t”t 

7.00 8.00 9 .00 10.00 


‘. |~t — 1 | i i t ■ ' i 

11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

3.594 

109049 

1.74 

1.80 

4.299 

104814 

1.67 

1.73 

6.185 

6059441 

96.59 

100.00 


829007.d Thu May 17 16:23:39 2012 


Page 


1 
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Area Percent / Library Search Report 


Information from 

Data File: 


File Name : 

C:\MSDCHEM\1\DATA\SYSTEM6\05 

17 12\829007.d 

Operator : 

KAC 


Date Acquired : 

r^da^20^i 16:10 


Sample Name : 



Submitted by : 

KAC 


Vial Number : 

7 


AcquisitionMeth; 

DRUGS.M 


Integrator : 

RTE 


Search Libraries 

: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08 . L 

Minimum Quality: 80 


C:\Database\PMW_TOX2 . L 


PK# RT 

Library/ID 

CAS# Qual 


1 3.59 C:\Database\NIST08.L 


n-Hexadecanoic acid 

000057-10-3 

95 

n-Hexadecanoic acid 

000057-10-3 

95 

Pentadecanoic acid 

001002-84-2 

8? 


Abundance Average of 3.559 lo 3.706 min.; 8290Q7.dWata.ms (•) 




829007.d Thu May 17 16:23:39 2012 


Page 


2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829007.d 

Operator : KAC 

Date Acquired : 16:10 

Sample Name • 

Submitted by : KAC 

Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

4,30 

C:\Database\NIST08 . L 
Octadecanoic acid 
Pentadecanoic acid 
n-Hexadecanoic acid 

000057-11-4 91 
001002-84-2 78 
000057-10-3 72 



Abundance #124560: Octadecanolc acid 



m/z-> 40 50 SO 70 80 90 100J10 120 130 140 150 160170 180 190 200 210 220 230 240 250 260 270 260 


829007.d 


Thu May 17 16:23:39 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829008.d 

Operator : KAC 

Date Acquired : 17 May 2012 16:26 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TIC: 829008.d\daia.ms 



* **NO INTEGRATED PEAKS*** 








Area Percent / Library Search Report 


Filename 011 f : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829009.d 

Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

17 May 2012 16:42 

BLANK 
KAC 
1 

DRUGS,M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829009.d 


Thu May 17 16:55:20 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEMS\0 5_17_12\8 2 9 010.d 
KAC 

1.7 May 2 012 16:58 


KAC 

10 

DRUGS.M 
RTE 


Abundance 

2600000 

2000000 

1500000 

1000000 

500000 ■ 

0 ^- 1 — ' 1 - T —j- T - i : : I "IT"T—r-T-r 

Time;-> 2.00._3 : 00_.4,00 5.00 


6. 


TIC: 8: 
|91 v-^ 


i 010 .d\data.ms 



6.00 


l -T '-r ' “T" 1 

7.00 8.00 


-r-y-T-T 

9.00 


t — i — [— i i-T - -r-| III' I - r -T . r-| 

1o!o0 11,00 12.00 _ 


Ret. Time 


Area 

Area % 

Ratio % 

6 .191 


6186927 

100.00 

100.00 


829010-d Thu May 17 17:11:09 2012 


Page 1 
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Area Percent / Library Search Report 


File L Name° n ^\»KI^EM\l\nATA\SYSTEM6\05_17 JL2\829010 .d 

Operator : KAC 

Date Acquired : X6 : 58 

Sample Name : 

Submitted by ; KAC 

Vial Number : 10 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 


Minimum Quality:■80 
Minimum Quality: 80 


PK# RT Library/ID 


6.19 C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


CAS# Qual 


000076-42-6 
000076-42-6 99 

000076-42-6 99 




829010.d Thu May 17 17:11:09 2012 


Page 2 
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Area Percent / Library Search Report 

Information from 
File Name : 

Data File: v^ 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829011.a 

Operator : 

KAC 

Date Acquired : 

17 May 2012 17:13 

Sample Name : 

BLANK 

Submitted by : 

KAC 

Vial Number : 

1 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 



Ret, Time 


Area 


Area 


Ratio 


***N0 INTEGRATED PEAKS*** 


829011.d 


Thu May 17 17:26:57 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

C: \MSDCHEM\1\DATA\SYSTEM6\05_ 
KAC 

17 May 2012 17:29 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


17 12\829012.d 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829012-d 


Thu May 17 17:42:49 2012 


Page i 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


Udtd c x j-c , 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829013 .d 

KAC 

17 May 2012 17:45 


KAC 
13 

DRUGS,M 
RTE 


Abundance 

2500000| 

200000ol 


1500000 


1000000 


500000 


OV-r- 
Time-> 2.00 

1 1 l ' " r 
3.00 

-t—r-f" t“r -\—rpn 1 1 f ' 

4,00 5,00 . 6.00 

1—i—i—[—i—i r 

.7.00 .. 

, ■ ■ i t-i 1 i i < < | T-v-r-T r<. t | 11 ' > 

8 00 9.00 10.00 11-00 12.00 . 

Ret. Time 


Area 

Area % 

Ratio % 

6.185 


5211598 

100.00 

100.00 


" TIC: 8£9013.d\data.ms 
6.i85vr 


829013 . d 


Thu May 17 17:58:47 2012 


Page 1 
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Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_ 
KAC 

17 May 2012 17:45 


17 12\829013 .d 


KAC 
13 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

Minimum Quality: 80 
Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 

CAS# Qual 


6.19 C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99v/ 

000076-42-6 99 

000076-42-6 99 





829013 .d 


Thu May 17 17:58:47 2012 


Page 2 


Corbett email PRR 005409 









Area Percent / Library Search Report 


Information 
File Name 


from Data File; . 

C:\MSDCHEM\l\DATA\SYSTEM6\ 05 _ 17_1 2\8 2 9 014 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

17 May 2012 


BLANK 

KAC 

1 

DRUGS.M 


RTE 


18 : 01 


d 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829014.d 


Thu May 17 18 ;14:36 2012 


Page 1 


Corbett email PRR 005410 





Area. Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


ua ua r x ic ; 

C: \MSDCHEM\ 1 \DATA\SYSTEMS\ 0 5__17_12 \ 8 2 9 015 . d 
KAC 

17 May 2012 18:17 

BLANK 
KAC 
1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


** *NO INTEGRATED PEAKS*** 


829015-d 


Thu May 17 18:30:32 2012 


Page 1 


Corbett email PRR 005411 




Area Percent / Library Search Report 


Information from Data File: 
File Name 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 

Integrator 


C:\MSDCHEM\1\DATA\SYSTEMS\05_17_1 2\829016 
KAC 

May 2 012 18 : 3 3 


KAC 

16 

DRUGS.M 
RTE 


d 


Abundance 
: 2500000 

2000000 

1500000 

1000000 

500000 



TIC: 829016.dVda!a.ms 
6.185 v/ 


O ' 1 1 j ' i T"i r 
Time--> 2.00 3.00 

-i-i | 1 ■ 1 '• i | ‘ ' ' 1 l ' 

4 00 5 00 6.00 

n T 1 ! 1 TT 

7.00 

1 1 1 1 | 1 1 I i f 1 1 | ’ ' 

8.00 9.00 10.00 11.00 12.00 . 




Ret. Time 

Area 

Area % 

Ratio % 

6.185 

5931359 

100.00 

100.00 


829016.d Thu May 17 18:46:18 2012 


Page 1 


Corbett email PRR 005412 










Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data rne : . . „„„„ _ , 

C: \MSDCHEM\ 1\DATA\S YSTEM6 \0 5_17_12\8 2 9 016,a 

KAC 

17 May 2012 18:33 


KAC 

16 

DRUGS.M 
RTE 


Search Libraries: 


PK# 


RT 


6,19 


C:\Database\SLI.L 
C;\Database\NIST08.L 
C;\Database\PMW_TOX2,L 


Library/ID 


C;\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# 


000076-42-6 

000076-42-6 

000076-42-6 


Qual 


99 

99 

99 



829016.d Thu May 17 18:46:18 2012 


Page 2 


Corbett email PRR 005413 





Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


uaca rare: „„„„ , 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\82901 1 .a 

KAC 

17 May 2012 18:49 

BLANK 
KAC 
1 

DRUGS.M 
RTE 



Ret. Time 


Area 


Area % Ratio 


***N0 INTEGRATED PEAKS J 


829017.d Thu May 17 19:02:14 2012 


Page 1 


Corbett email PRR 005414 







Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C;\MSDCHEM\1\DATA\SYSTEMS\0 5_17_12\829018. 
KAC 

17 May 2012 19:04 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


d 



Ret.. Time 


Area 


Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829018.d Thu May 17 19:18:05 2012 


Page 1 


Corbett email PRR 005415 









Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1 

KAC 

17 May 2012 


KAC 

19 

DRUGS.M 
RTE 


\DATA\SYSTEM6\05_17 
19 : 21 


12\829019 


.d 



Ret. Time 

Area 

Area % 

Ratio % 


3.594 

4.299 

6.191 

166654 

152852 

6454857 

2.46 

2.26 

95.28 

2.58 

2.37 

100.00 



829019.d Thu May 17 19:34:20 2012 


Page 1 


Corbett email PRR 005416 








Area Percent / Library Search Report 



Information from Data File 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted -by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


UctLd r J.4-C . 

C: \MSDCHEM\l\DATA\SYSTEM6\05_17__12\829019 

KAC 

17 May 2012 19:21 


KAC 
19 

DRUGS.M 
RTE 


d 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


3.59 C:\Database\NIST08.L 
n-Hexadecanoic acid 
n-Hexadecanoic acid 
Pentadecanoic acid 


Minimum Quality 

: 80 

Minimum Quality 

: 80 

CAS# 

Qual 

000057-10-3 

98 

000057-10-3 

91 

001002-84-2 

87 




829019.d Thu May 17 19:34:20 2012 


Page 2 


Corbett email PRR 005417 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


UG u. CL i' _L J. . 

C:\MSDCHEM\1\DATA\SYSTEM6\0 5_17_1 2\8 2 9 0 1 9 
KAC 

17 May 2012 19:21 


KAC 

19 

DRUGS,M 
RTE 


d 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2,L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

rt Library/ID 

CAS# 

Qual 


4,30 C:\Database\NIST08.L 
Octadecanoic acid 
Octadecanoic acid 
Octadecanoic acid 


000057-11-4 99 
000057-11-4 97 
000057-11-4 95 


Abundance 


Average of 4.258 to 4.440 min.: 829019.d\data.ms (-) 



829019,d Thu May 17 19:34:20 2012 


Page 3 


Corbett email PRR 005418 





Area Percent / Library Search Report 



Information from Data File; 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829019.d 

Operator ■ KAC 

Date Acquired ; 19:21 

Sample Name : BsSBESSHfil 

Submitted by ; KAC 

Vial Number : 19 

AcquisitionMeth: DRUGS,M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_T0X2.L 


Minimum Quality: 80 
Minimum Quality: 80 



3 6,19 C:\Database\NIST08.L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99v.r 

000076-42-6 99 

000076-42-6 99 










Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\ 1 \DATA\SYSTEM6\05__17_12 \82 902 0 . d 
KAC 

17 May 2012 19:36 

BLANK 
KAC 
1 

DRUGS . M 
RTE 



Ret. Time 


Area Area % 


Ratio % 


***N0 INTEGRATED PEAKS*** 


829020.d Thu May 17 19:50:02 2012 


Page 1 


Corbett email PRR 005420 






Area Percent / Library Search Report 


Information from 
File Name = 

Operator ; 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17__12\829021.d 

KAC 

17 May 2012 19:52 

BLANK 
KAC 
1 

DRUGS.M 
RTE 



Ret. Time 


Area 


Area % Ratio % 


** *N0 INTEGRATED PEAKS*** 


829021.d Thu May 17 20:05:48 2012 


Page l 


Corbett email PRR 005421 






Area Percent. / Library Search Report 


Information from Data File; 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data file: , , 

C:\MSDCHEM\1\DATA\SYSTEM6\05_17_12\829022.d 

KAC 

17 May 2012 20:08 


KAC 
22 

DRUGS.M 
RTE 


Abundance 
• 2500000 

2000000 

■ 1500000 

1000000 

500000 


TIC: 829022.d\data.ms 


Time~> 2,00 


- i ( —-T -r -f-i-f—1- 

3.00 4,00 


6.' 

85 v/ 



t-T-' r l~ i ■i-r- 1 — 

' ’’ ! ‘ 1 1 1 1 1 


5.00 


6.00 


7.00 


8.00 


9.00 


10.00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

6.185 

5671846 

100,00 

100.00 


829022 . d 


Thu May 17 20:22:00 20r2 


Page 1 


Corbett email PRR 005422 









Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 

Integrator 


uaca fixe: 

C:\MSDCHBM\l\DATA\SYSTEM6\05_17_12\829022.d 

KAC 

17 May 2012 20:08 


KAC 
22 

DRUGS,M 
RTE 


Search Libraries: 


C:\Database\SLI,L 
C:\Database\NIST08.L 
C:\Database\PMW_T0X2.L 


PK# 


RT 


Library/ID 


6,19 


C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


Minimum Quality 

: 80 

Minimum Quality 

: 80 

CAS# 

Qual 

000076-42-6 

99\/ 

000076-42-6 

99 

000076-42-6 

99 




829022,d 


Thu May 17 20:22:00 2012 


Page 2 


Corbett email PRR 005423 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829023.d 

KAC 

17 May 2012 20:25 

BLANK 
KAC 
1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829023 . d 


Thu May 17 20:38:12 2012 


Page 1 


Corbett email PRR 005424 







Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 


Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Liaid riic: , 

C:\MSDCHEM\l\DATA\SYSTEM6\05_JL7_12\829024 , a 

KAC 

17 May 2012 20:41 

BLANK 
KAC 
1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829024,d Thu May 17 20:54:23 201z 


Page 1 


Corbett email PRR 005425 





Information frot 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 






Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


uaca me: 

C:\MSDCHEM\1\DATA\SYSTEM6\05_17_12\829025.d 

KAC 

2012 20:57 


KAC 

25 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C: \Database\PMW_T0X2 . L 


PK# RT 


Library/ID 


6,19 C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# 

Qual 

000076-42-6 

99 

000076-42-6 

99 

'000076-42-6 

99 



829025.d Thu May 17 21:10:07 2012 


Page 2 


Corbett email PRR 005427 









Area Percent / Library Search Report 


Information 
File Name 


from Data File: 

: C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829026 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 


17 May 2012 
BLANK 
KAC 
1 

DRUGS.M 
RTE 


21 : 12 


d 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829026.d Thu May 17 21:25:56 2012 


Page 1 


Corbett email PRR 005428 






Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D&fccl 1 G ' 

C :\MSDCHEM\l\DATA\SYSTEMS \05_17_12\829027.d 

KAC 

17 May 2012 21:28 

BLANK 
KAC 
1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


82902 7.d Thu May 17 21:41:37 2012 


Page 1 


Corbett email PRR 005429 




Area Percent / Library Search Report 


Information from Data File: 
File Name 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


C:\MSDCHEM\l\DATA\SYSTEMS\05_17_12\829028.d 

KAC 

17 May 2012 21:44 


KAC 

28 

DRUGS.M 
RTE 


Abundance 

3000000 


2000000 


1000000 


0 ~ | ~r~ 

Time--> 2.00. 


TIC 829028 d'.data.ms 
6.191 V 


. i i i i i - i —i — r 1 1 i i i ‘ I 1 ~ r 
- _ - , .N A A r\CK 


3.00 ‘ Too 5,00 ‘ ^6.00_ 7.00 8.01 9.00_. 10.00 11.00. 11-00 


Ret. Time 


Area Area % Ratio % 


6.191 


7117646 100.00 100.00 


829028.d Thu Ma Y 17 21:57:21 2012 


Page 1 


Corbett email PRR 005430 











Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17__12\829029.d 

Operator : KAC 

Date Acquired ; 17 May 2012 22:00 

Sample Name ; BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 



* * *N0 INTEGRATED PEAKS*** 


829029 .d 


Thu May 17 22:13:10 2012 


Page 1 


Corbett email PRR 005432 







Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcguisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829030 

KAC 

17 May 2012 22:15 

BLANK 
KAC 
1 

DRUGS,M 
RTE 


d 



Ret. Time 


Area Area % Ratio -s 


***N0 INTEGRATED PEAKS*** 


829030,d Thu May 17 22:28:51 2012 


Page 1 


Corbett email PRR 005433 







Area Percent. / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 

Sample Name _ 

Submitted by : KAC 
Vial Number : 31 


C: \MSDCHEM\l\DATA\SYSTEM6\05_17__12\829031 .d 

KAC 

17 May 2012 22:31 


AcquisitionMeth : 
Integrator : 

DRUGS . M 

RTE 



Abundance 

600000 : 

• -.-.. 

6. 

TIC: 829031 .dldala.ms 
:68\/ 

400000 



! 


200000 

2.748 

| 


1 


0 

Time-y> j 

| 1 1 < 1 j 1 1 

2.00 3,00 

-*T | 1 1 » ♦ | » 1 ' 1 | 1 ^ 1 * 1 

4.00 5.00 6.00 7,00 

8.00 9,00 JO'OO 11. 00 12.00 

Ret. Time 

Area 

Area % 

Ratio % 

2.748 
6.168 


175473 

1308242 

11.83 
88.17 

13.41 

100.00 


829031.d Thu May 17 22:44:39 2012 


Page 


1 



Corbett email PRR 005434 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcguisitionMeth 

Integrator 


uaia file: , ___ , 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829031.d 

KAC 

17 May 2012 22:31 


KAC 
31 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08,L 
C:\Database\PMW_TOX2,L 

PK# RT Library/ID 


2.75 C:\Database\NXST08.L 
Acetaminophen 
Acetaminophen 
Acetaminophen 


Minimum Quality 

: 80 

Minimum Quality 

: 80 

CAS# 

Qual 

000103-90-2 

95 

000103-90-2 

91 

600103-90-2 

90 



Thu May 17 22:44:40 2012 


Corbett email PRR 005435 


829031 .d 


Page 2 








Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829031.d 

Operator ; KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 31 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 



Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

: 80 


C : \Database\NIST08 . I> 

Minimum Quality 

: 80 


C -. \Database\PMW_TOX2 . L 



PKff 

RT Library/ID 

CAS# < 

2ual 

2 

6.17 C:\Database\NIST08.L 


on X 


Oxycodone 

000076-42-6 

99 v/ 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Abundance 

80 

60 

40 

20 

0 


Average of 6,121 to 6.326 min.: 829031.d'tdata.ms (-) 


230 


70 


44 


X 


115 


84 


98 


■ ili 1.1 i.L; 


140 


201 


i v ) i ' i 1 ! 1 i y vvi i f 


128 




187 


175 


, 169 i » . 


215 


258 


, „ ,„| [ 272 286 390 

!l ." ,-1- d T 1 ■ .T 1 ! i l l T p -1 ■ I 'H 


m/z^> 20 40 60 80 1 00 1 20 140 160 18 0 200 .220 2 4 Q.260 280 300 

Abundance #148099: Oxycodone 


80 


60 


40 


20 


315 


230 


42 


70 


115 


15 28 
i ii- 


55 

.nil! ii 


m/z--> 


20 40 60 80 


84 98 


140 187 

128 159 175 I 

t .Hi!,. . • ...Mr', -r 


201 


215 


244 


T 1 ,J " 


258 

ll 272 286 300 

v i i 1 1 r'r~| r i r j ■ > 


100 120 140 160180 200 220 .240 260 280 300 


829031.d Thu May 17 22:44:40 2012 


Page 3 



Corbett email PRR 005436 









Area Percent / Library Search Report 


Filename 011 C: \MSDCHEM\l\DATA\SYSTEM6\05_17_12\829032 .d 

Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

17 May 2012 22;47 

BLANK 
KAC 
1 

DRUGS.M 
RTE 



Ret. Time 


Area 


Area % 


Ratio % 


***NO INTEGRATED PEAKS*** 


829032.d 


Thu May 17 23:00:26 2012 


Page 1 


Corbett email PRR 005437 





Area Percent / Library Search Report 


Information from Data File 


File Name ; 

Operator : 

Date Acquired : 

Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator : 


ua. ta nit ■ 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829033.d 
KAC 

17 May 2012 23;03 

BLANK 


DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


** *NO INTEGRATED PEAKS*** 


829033-d Thu May 17 23:16:10 201z 


Page l 


Corbett email PRR 005438 





Area Percent / Library Search Report 


Information from Data File: 

File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05_17_12\82 9 03 4.d 

Operator 

KAC 

Date Acquired 

17 May 2012 23:18 

Sample Name 
Submitted by 

OXYCODONE STD 

Vial Number 

5 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 



Ret. Time 


Area Area % Ratio % 


6.168 


1102680 100.00 100.00 


829034.d Thu May 17 23:32:06 2012 


Page 1 


Corbett email PRR 005439 







Area Percent / Library Search Report 


Information from Data File: 

File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05_17_ 

Operator 

KAC 

Date Acquired 

17 May 2012 23:18 

Sample Name 
Submitted by 

OXYCODONE STD 

Vial Number 

5 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


d 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


1 6.17 C:\Database\NIST08.L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 




Corbett email PRR 005440 


829034 . d 


Thu May 17 23:32:06 2012 


Page 2 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C : \MSDCHEM\1\DATA\SYSTEM6\0S__17_12\829035 , d 
KAC 

17 May 2012 23 :34 

BLANK 

1 

DRUGS . M 
RTE 



Ret. Time 


Area 


Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829035.d Thu May 17 23:47:52 2012 Page 1 


Corbett email PRR 005441 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


U<X t-O- r O-Xt; . 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829036.d 

KAC 

17 May 2012 23:S0 

BLANK 
KAC 
1 

DRUGS,M ■ 

RTE 



Ret - Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


Page 


1 



Corbett email PRR 005442 


829036.d 


Fri May 18 00:03:38 2012 
















Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829037.d 
KAC 

18 May 2012 00 : 06 


KAC 

37 

DRUGS.M 
RTE. 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMWJTOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 • 

2.75 C:\Database\NIST08.L 
Acetaminophen 

000103-9Q--2 

97 


Acetaminophen 

000103-90-2 

95 


Acetaminophen 

000103-90-2 

91 


Abundance " Average of 2.701 to 2.942 min.: 829037.dWataims (-) 

169 

80 

60 



829037.d Fri May 18 00:19:22 2012 


Page 2 


Corbett email PRR 005444 







Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

: C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829037.d 

KAC 

12_00 : 06 


KAC 
37 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


99 ^ 

99 

99 


6.17 C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 

000076-42-6 

000076-42-6 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 



829037 .d 


Fri May 18 00:19:22 2012 


Page 3 


Corbett email PRR 005445 








Area Percent / Library Search Report 


Data File: 

C: \MSDCHEM\l\DATA\SYSTEM6\05_17_12\829038 .d 

KAC 

18 May 2012 00:21 

BLANK 
KAC 
1 

DRUGS, M 
RTE 



Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Ret. Time 


Area 


Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


829038.d 


Fri May 18 00:35:08 2012 


Page 1 


Corbett email PRR 005446 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator- 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\05_17 

KAC 

18 May 2012 00:37 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


12\829039 


, d 



Ret. Time Area Area -s Ratio -s 


***N0 INTEGRATED PEAKS*** 


829039.d Fri May 18 00:50:55 2012 


Page l 


Corbett email PRR 005447 







Area Percent / Library Search Report 


Information from Data File; 

C : \MSDCHEM\1\DATA\SYSTEM6\05_17__12\829040 
KAC 

18 May 2012 00:53 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

40 

DRUGS.M 
RTE 


d 



Ret. Trme 


2.754 
6.162 


Area Area 


Ratio % 


153916 

600176 


20.41 
79.59 


25.65 

100.00 


829040.d 


Fri May 18 01:06:36 2012 


Page 1 


Corbett email PRR 005448 







Area Percent / Library Search. Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1\DATA\SYSTEM6\0 5_17_12\82 9 04 0.d 
KAC 

18 May 2012 00:53 


KAC 

40 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_T0X2.L 


PK# 

RT Library/ID 

CAS# Qual 

1 

2.75 C:\Database\NIST08.L 



Acetaminophen 

000103-90-2 95 


Ac e t aminophen 

000103-90-2 91 


Ac e t aminophen 

000103-90-2 90 



829040.d Fri May 18 01:06:36 2012 


Page 2 


Corbett email PRR 005449 










Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829040.d 
KAC 

18 May 2012 00:53 


KAC 
40 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


2 6,16 C:\Database\NIST08.L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 ^ 

000076-42-6 99 

000076-42-6 99 



829040.d 


Fri May 18 01:06:36 2012 


Page 


3 



Corbett email PRR 005450 









Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829041.d 

Operator : 

KAC 

Date Acquired ; 

18 May 2012 1: 09 

Sample Name : 

BLANK 

Submitted by : 

KAC 

Vial Number : 

1 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829041.d Fri May 18 01:22:21 2012 


Page 1 


Corbett email PRR 005451 




Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator- 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


LJCL a. r x ru , 

C:\MSDCHEM\l\DATA\ SYSTEMS\0 5_17_12\82 9 042.d 
KAC 

18 May 2012 1:25 

BLANK 
KAC 
1 

DRUGS . M 
RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


829042.d Fri May 18 01:38:10 2012 


Page 1 


Corbett email PRR 005452 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\82 9 04 3 
KAC 

18 Mav 2012 1:40 


KAC 

43 

DRUGS.M 
RTE 


.d 


Abundance 

500000 



TIC: 829043,dWata.ms 
62 v/ 


Time-> 2.00 

' ' ' 1 ' 1 ' ' 
3.00 4.00 

■ ■ t ■ ■ * r ~n 
5.00 6.00 

7.00 

—I—|—1—1—1——1—I—1—I—I 1 1 1 r—| 1 i 1 E ] 1 1 rT | 

8.00 9.00 10.00 11.00 12.00 


Ret, Time 


Area 

Area % 

Ratio % 

2.754 


131835 

11.98 

13.62 

6,162 


968301 

88.02 

100.00 


829043,d Fri May 18 01:53:56 2012 


Page 1 


Corbett email PRR 005453 









Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\05_17_12\829043 .d 
KAC 

18 May 2Q12 1:40 


KAC 
43 

DRUGS.M 
RTE 


Search 


PK# 


1 


Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

RT Library/ID 


2.75 C:\Database\NIST08.L 

000103-90-2 

95 

Acetaminophen 

Acetaminophen 

000103-90-2 

91 

Acetaminophen 

000103-90-2 

90 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 



829043-d Fri May 18 01:53:56 2012 


Page 2 



Corbett email PRR 005454 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829043.d 

KAC 

18 May 2012 1:40 

KAC 

43 

DRUGS . M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

: 80 


C:\Database\NIST08.L 

Minimum Quality 

: 80 


C:\Databa se\PMW_TOX2.L 



PK# 

RT Library/ID 

CAS# < 

2ual 

2 

6.16 C:\Database\NIST08.L 


„ X 


Oxycodone 

000076-42-6 

99 v/ 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 



829043.d Fri May 18 01:53:56 2012 


Page 3 


Corbett email PRR 005455 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM6\05_17_12\829044.d 
KAC 

18 May 2012 1:56 

BLANK 
KAC 
1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829044.d Fri May 18 02:09:42 2012 Page 1 


Corbett email PRR 005456 






Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\05__17_12\829045 . d 
KAC 

18 May 2012 2:12 

blank" 

KAC 

1 

DRUGS . M 
RTE 



Ret. Time Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


829045.d Fri May 18 02:25:22 2012 


Page 1 


Corbett email PRR 005457 






Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator- 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829046.d 
KAC 

18 May 2012 2:27 


KAC 

46 

DRUGS.M 
RTE 



Ret. Time Area Area % Ratio % 


2.754 138401 14.53 16.99 

6^162 814365 85.47 100.00 


829046.d 


Fri May 18 02:41:06 2012 


Page 1 


Corbett email PRR 005458 






Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829046.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by : KAG 

Vial Number : 46 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 

Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 



1 2.75 C:\Database\NIST08.L 

Acetaminophen 
Ac e tarninophen 
Ac e taminophen 


000103-90-2 95 
000103-90-2 90 
000103-90-2 90 



Abundance #24381: Acetaminophen 

I 109 


80 

60 



829046.d Fri May 18 02:41:06 2012 


Page 2 



Corbett email PRR 005459 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829046.d 

Operator : KAC 

Date Acquired : 18May201^^2 : 27 

Sample Name : 

Submitted by : KAC 
Vial Number : 46 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 6.16 C:\Database\NIST08.L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99^' 

000076-42-6 99 

000076-42-6' 99 




Page 3 



Corbett email PRR 005460 


829046 ,d 


Fri May 18 02:41:06 2012 








Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829047.d 

KAC 

18 May 2012 2:43 

BLANK 
KAC 
1 

DRUGS , M 
RTE 


Abundance . TIC: 829047.d\data.ms 



Ret. Time Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


829047.d Fri May 18 02:56:52 2012 


Page 1 


Corbett email PRR 005461 








Area Percent / Library Search Report 


Information from 
Pile Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829048.d 

KAC . 

18 May 2012 2:59 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: 829048.d\data.ms 



Time-> 2.00 3.00 4.00 5,00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829048.d Fri May 18 03:12:34 2012 


Page 1 


Corbett email PRR 005462 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\ 1 \DATA\SYSTEM6\05__17__12\829049.d 
KAC 

18 May 2012 3;15 


KAC 

49 

DRUGS.M 
RTE 



Ret. Time 

Area 

Area % 

Ratio % 

2.754 

130550 

25.09 

33.49 

6.162 

389874 

74.91 

100.00 


829049.d Fri May 18 03:28:19 2012 


Page 1 


Corbett email PRR 005463 








Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\05 17 12\829049 
KAC “ ~ 

18 May 2012 3 :15 


KAC 
49 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Da tabase\PMW_TOX2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


2.75 C:\Database\NIST08.L 
Acetaminophen 
Acetaminophen 
Acetaminophen 


000103-90-2 95 
000103-90-2 91 
000103-90-2 91 



829049.d Fri May 18 03:28:19 2012 


Page 2 


Corbett email PRR 005464 









Area Percent / Library Search Report 


Information from Data File: 

i-ile Name : C:\MSDCHEM\l\DATA\SYSTEM6\05 17 12\829049 d 

Operator : KAC ~ ~~ 

18 May 2012 3:15 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


49 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW T0X2.L 


PK# RT 


Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


C:\Database\NIST 08 .L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 98 


Abundance 


Average of 6.127 to 6,320 min.: 829049.dVdata.ms (-) 


20 55 


Abundance 


84 9,8 


187 

176 |fi , 215 


l)i d}!i*,- i .ilt„»! !J jti jJ i il l ^ j 11 jL i'j ifki i Jiljk i.ifillijli i .tilLllkii . Jjljli illlft i iii iil f _jjj 


. 60_ 80 100_120 14 0 160 180 200 220 


| 270281 300 

1 1 ' J ' ' > ' 1 ' ■ r 1 

240 260 280 300 


#148098: Oxycodone 


55 84 98 


115 140 201 

I 12ft ! 18/ i 

, f . 161 175 ||j 214 


o i r ii M 

rn/2 '- > 40 -..60. 80 100 120 140 160 180 200 220 240 260 280 300 


829049.d 


Fri May 18 03:28:19 2012 


Page 3 


Corbett email PRR 005465 








Area Percent / Library Search 


Report 



Pile Name 
Operator- 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMefch 

Integrator 



Ret. Time 



** 


*N0 INTEGRATED PEAKS*** 


829050.d 


Frr May 18 03:44:05 2012 



Page 


1 


Corbett email PRR 005466 
















L68 


1208104 100.00 


100,00 









\Databa 

cycodom 

; ycodon< 

ycodone 




